First off, Windows 2000 will not be hosted on VDI World. | cannot get any of them to 
work at all, even when using Safe Mode. If you want Windows 2000, you will have to 
look elsewhere. 


Next, regarding Mac OS X (or macOS). | will TRY to get a working VM of Mac OS X 
10.0. However, it will not be a VirtualBox file. It will be hosted on QEMU. Mac OS X 10.6 
and later, however, will be VirtualBox only. 


The reason for this is that VirtualBox only supports Intel Mac versions. The first version 
that is Intel will be 10.6 (Snow Leopard), so that is where it will start. However, currently 
supported versions of macOS will not be hosted. As of January 2021, the oldest 
supported version is macOS 10.13 (High Sierra). Once these versions become 
unsupported, they will be added to VDI World. I’m also not sure if macOS 11 (Big Sur) 
will actually work on VirtualBox, as it is brand new at the time | am writing this. However, 
the day Big Sur is added to VDI World is far from today. 


Next, | am planning to add MS-DOS versions to VDI World. All versions | can run, in 
fact. 1.00 to 6.22. MS-DOS has not been supported since 2001, so | feel like its time to 
publish them. 


Speaking of a Microsoft OS, Windows ME, XP, XP Plus (maybe), Vista, and 7 will be 
added in the future. Windows 8 may be added, but it may be too big for my virtual 
machine. Windows 8.1 and 10 are still supported, so they’re not coming. 


So yeah, this is what I’m planning. Thank you for reading, and stay tuned for future 
releases. 


- VDI World 


